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• To start recording video, 
double tap the EVENT Button . 
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Recording videos 


• To stop recording, 

• press and hold the EVENT 
Button. 
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Adding Markers 


.. , ' • Press and release the function button. 
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Battery Life 
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Initial connection (momentary) 
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Indicators during the upload process 



Uploading data 
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Indicators during the upload process 



Firmware update, internal battery charging, 
extremely low battery, or memory full 
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Transfer error, device re-trying to transfer 
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Camera LED information 


Indicators during the upload process 



Network error (no connection) 

Blinking red, yellow, and then green (cycling all colors) 
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Indicators during the upload process 



Axon Dock has no communication with the camera 
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